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THY  THESE  TESTS 
Oil  YOUR  OIL  STOVE 

There  are  some  good  tests  which  you  can  easily  apply  to  any 
kerosene  stove  you  are  thinking  of  "buying.    They  are  suggested  "by  the  Maine 
Experiment  Station  which  recently  completed  a  study  of  the  three  types  of  kero- 
sene stoves  now  on  the  market,  long  chimney  with  wick  "burners,  short  chimney  with 
wicks,  and  short  chimney,  wickless. 

How  long  does  it  take  to  heat  a  quart  of  water  in  a  covered  pan 
from  room  temperature  to  boiling?    Ten  minutes  or  less  is  good  fast  heating. 

Will  the  stove  give  a  low  steady  heat  for  simmering? 

It  should  not  take  over  13  minutes  to  "bring  the  oven  to  475°  F. 
after  lighting  the  "burners  and  turning  them  to  full  heat. 

To  test  an  oven  for  even  "browning,  cut  pieces  of  white  paper  the 
size  of  your  "baking  pans  and  put  them  in  the  oven  after  it  has  been  heated. 
Leave  2  or  3  minutes  or  until  a  deep  brown  is  obtained,  as  the  deep  brown  will 
disclose  uneven  distribution  of  heat  better  than  a  lighter  brown. 

The  test  for  low  oven  heat  should  show  that  a  temperature  not 
over  250°  I.  can  be  hold  in  an  empty  oven  for  an  hour  with  the  heat  at  the 
lowest  setting. 
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